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Phi Sigma Kappa 
Receives Approva 


Fifty-Four Are 
Seeking Degrees 
Here This Year 


colong that he will arrive 
from Drexel Hill, Penn., the 
national headquarters, on 
Thursday, May 12, and will 
remain on campus through 
Sunday. 

At the time of the chapter’s 
activation, there will be sev¬ 
eral fraternity alumni to come 
back and become Phi Sig 
members. Following the ini¬ 
tiation, there will be a ban¬ 
quet to celebrate the new 
chapter. 

The local chapter of Phi 
Sigma Kappa will be named 
either Sigma Tetarton or Tau 
Tetarton. This depends on 
whether or not the chapter is 
initiated before a colony in 
Texas. At the initiation, the 
members will receive the jew¬ 
eled fraternity pins. The 
guard that designates the loc¬ 
al chapter will not be made 
until after t h e chapter is 
formed. 

The local colony has already 
started receiving official ma¬ 
terial from the national head¬ 
quarters. At the last meeting 
President Martin read the 
notification of National Con¬ 
vention. The local colony de¬ 
cided to have their president 
elect for next year to repre¬ 
sent them in Boston the last 
of August next year. At the 
same meeting, the colony de¬ 
cided to have the fraternity 
election at the next meeting. 
President Martin will be in 
charge of the election using 
the floor nomination method. 

The Phi Sig room in the Ivy 
House was open during Open 
House, and there were many 
men that signed up for rush 
during next Fall quarter. 


The final approval for the 
nationalization of the local Phi 
Sigma Kappa Colony came by 
telegram from Herbert L. 
Brown, national secretary, 
this past week. 

The petition for a national 
chapter had been signed by 
the administration and had 
met the approval of the na¬ 
tional headquarters. 

As plans stand now the ini¬ 
tiation will be May 13 and 14. 
Mr. Brown has informed the 


win Atkins, Miller Alvin Chap¬ 
man, Covington; Lawrence 
Thomas Fowler, Arthur Glen¬ 
dale Fuqua, Martin; Turner 
Odell Hailey, Jackson; Ed¬ 
ward Lane Jones, Benton, 
Kentucky; Charles Harold Mc¬ 
Bride, Lexington; Lawrence 
Burton Mays, Parsons; Jesse 
Rex Patterson, Linden; Bar¬ 
ry O’Neil Simmons, Moscow; 
Larry Hyder Smith, Decatur- 
ville; Jimmy Neville Spencer, 
Laconia; Larry Joe Strange, 
Alamo; Edward C. Sullivan, 
Fairview. 

Education — John M. Ad¬ 
ams, Rives; Don Symthe And¬ 
erson, Tiptonville; Donna 
Faye Baldridge, Sharon; Hen¬ 
ry Montgomery Bayless, 
Bruceton; Emma Kathryn Bo- 
mar, Howard L. Caughron, 
Drummonds; Frances Gladys 
Brewer, Elizabeth Belle 
Griggs, Waynesboro; Delores 
J. Butler, Jere C. Light, Emily 
Welch Richardson, Martha 
Pierce Williams, Mary Nell 
Couch, Martin; Barbara Joan 
Carney, Sandra Fowler, Mar- 
joria Hearn, Dresden. 

Sarah Ann Cox, Springfield; I 
Linda Jo Dodds, Newbern; 
Mary Elizabeth Grabiel, Char-1 
lotte Ann Moore, Paris; Shir¬ 
ley Anne Grant, Rutherford; 
James W. Graves, Milan; Em¬ 
ma Sue James, Bold Spring; 
William Edward Kendrick, 
Carolyn Ruth Pierce, William 
Royce Ray, Brownsville; Har- 
riette Joan Lavenue, Ridgely; 
Annie Ruth McCollum, Meri¬ 
dian, Mississippi; Doris Nell 
Mason, Trenton; Betty Jane 
Rasberry, Union City; Nancy 
Shore, Obion; Bill Lyle Teu¬ 
ton, Jackson; Verl Boyd Un¬ 
sell, Camden. 

Home Economics — John¬ 
nie Sue Alexander, Parsons; 
Phyllis Sheila Boggan, Selm- 
er; Phyllis Ann Ford, Green¬ 
field; Mary Louise Harding, 
Cottage Grove; Carol Marie 
Lea, Brownsville; Sammie In¬ 
gram Patterson, Camden. 


Fifty-four UTMB seniors 
are candidates for bachelors 
degrees to be awarded at the 
Baccalaureate • Comm ence- 
ment exercises to be held on 
Sunday, May 29. 

It is expected that the joint 
graduation program again will 
be held on the library ter¬ 
race. 

Degrees will be awarded to 
15 agriculture, 32 education, 
and six home economics stu¬ 
dents. They are: 

Agriculture — Mack Perry 
Arnold, Trenton; Samuel Ed 


BOBBY DUCK 


LARAINE FIELDS 


PERRY SMITH 


Inauguration For 
Dr. A. D. Holt 
Set For May U 


Perry Smith Wins 
ASA Presidency 
In Close Contest 


ALICE CLARE FREEMAN 

Miss Alice Clare Freeman 
has been elected secretary of 
the Home Economics Club for 
the 1960-61 school year at The 
University of Tennessee, Mar¬ 
tin Branch. A sophomore. 
Miss Freeman has served as 
All Students Club represen¬ 
tative, intramural captain and 
received the Philharmonic 
Music Award. An honor stu¬ 
dent, she is the daughter of 
Mr. and Mrs. Wade Freeman 
of Martin. 


Gov. Burord Ellington will 
officially induct Dr. Andrew 
D. Holt into office of presi¬ 
dent of the University of Ten¬ 
nessee at inauguration cere¬ 
monies on May 14. 

Also taking part in the cere¬ 
mony will be the Right Rev¬ 
erend Theodore N. Barth, bis¬ 
hop of the Diocese of Tennes¬ 
see, Protestant Episcopal 
Church. Bishop Barth will of¬ 
fer the invocation and benedic¬ 
tion at the ceremony in the 
U-T Armory Field House Are¬ 
na. 

The induction ceremony will 
immediately precede Dr. Holt’s 
inaugural address. The U-T 
president will be presented by 
Dr. Herman E. Spivey, U-T’s 
academic vice president, and 
will be formally placed into 
office by the Governor, acting 
as chairman of the U-T Board 
of Trustees. 

Prior to the induction cere¬ 
mony, Dr. Grayson Kirk, presi¬ 
dent of Columbia University, 
will address the assemblage of 
U-T officials, delegates from 
other colleges and universities, 
and the general public. 

On the evening preceding 
the inauguration, Dr. William 
G. Carr, 


Fulton Teachers 
To Give Recital 


A program of instrumental 
music will be presented at 3 
p.m. on Sunday, May 8, in the 
Music-Drama Auditorium. 

Participating in the event 
will be Mr. and Mrs. Arthur 
Roman of Fulton, Kentucky, 
and Miss Harriet Fulton and 
Robert Stewart, of the UTMB 
Music Department. 

Mrs. Roman, a graduate of 
Murray State College, will 
play two flute compositions: 
Mozart’s Concerto in G Major 
and an original Flute Sonata 
by Mr. Stewart. Mrs. Roman, 
who holds a master’s degree 
from Murray, will play the 
Brahms Clarinet Sonata in F 
Minor and “Fantasie” by Gau- 
bert, a modem French com¬ 
poser. Both Mr. and Mrs. 
Roman teach music in the Ful¬ 
ton and South Fulton public 
schools. Mrs. Roman also 
teaches piano. 

Miss Fulton and Mr. Stewart 
will complete the program 
with t h e “Mother Goose 
Suite”, a piano duet by the 
French Impressionistic com¬ 
poser, Ravel. 

The recital is open to stu¬ 
dents and the general public 
free of charge. 


Club which changes the name 
of the organization to All Stu¬ 
dents Association. 

There have been other 
changes made by the new con¬ 
stitution. One is that all org¬ 
anized clubs will have only 
one representative t o ASA, 
whereas, previously the presi¬ 
dent of each club was a mem¬ 
ber as well as the elected rep¬ 
resentative. 

The ASA henceforth will 
have two sponsors. One of 
these will be appointed by the 
administration of UTMB. The 
other is to be elected by the 
ASA Council. 

Another change is that each 
officer is required to check 
with the council office at least 
every other day to take care 
of business. The secretary- 
treasurer will set up regular 
hours when she will attend to 
routine ASA business. These 
hours wjll be posted on the 
bulletin board. 

As a result of another 
change, two consecutive ab¬ 
sences will automatically drop 
a member from the council 
and a new member shall be 
elected by the respective club 
involved unless the absences 
are absolutely unavoidable. 


ved as president of the AG 
Club winter quarter of 1958-59 
and is serving as treasurer 
this quarter. He has been on 
the honor roll every quarter 
of his college career. He was 
awarded the Alpha Zeta Cup 
at Barnwarmin’ last year. 

Laraine, Miss UTMB for 
1959-60, is a sophomore in 
physical education from South 
Fulton. She was a cheerlead¬ 
er this year. Laraine is also 
secretary o f the sophomore 
class and of the Baptist Stu¬ 
dent Union. 

Each of the candidates for 
the offices of the ASA gave 
campaign speeches at the Mus¬ 
ic-Drama Building Tuesday so 
that their qualifications for of¬ 
fice could be made known to 
the student body. 

Each candidate was alloted 
eight minutes for his speech 
and in which each of them 
stressed more campus activi¬ 
ty and student participation. 
They encouraged each student 
to vote whether he was for or 
against them. 

By an overwhelming major¬ 
ity the student body voted yes¬ 
terday to accept the new con¬ 
stitution for the All Students 


Perry Smith was elected i 
president of the All Students 
Association for 1960-61 yester¬ 
day, defeating his opponent, 
Ray Pollard, by a close vote of 
293 to 268. 

The newly elected vice pres¬ 
ident of the ASA is Bobby 
Duck who won the election by 
a margin of 315 to 252 against 
Charlie Ercolin. Laraine 
Fields whose opponent was 
Kay Kerr was elected to the 
office of secretary also by a 
close vote—294 to 270. 

The new constitution for the 
ASA which has been revised 
this year for the first time 
since 1951 was approved by 
552 of the 571 students who 
voted. The Election Commis¬ 
sion reported that the num¬ 
ber of students to vote was 
the largest in the history of 
UTMB. 

Smith, the new president, is 
a junior in liberal arts from 
Memphis. He is an active 
member of the Phi Sigma fra¬ 
ternity. He has been a mem¬ 
ber of the Liberal Arts Club 
and was sports editor for the 
annual his sophomore year. 

A junior in agriculture from 
Scotts Hill, Bobby Duck ser- 


UTMB Ags Sent 
Judging Team 
ToLSU Last Week 


Three UTMB students com¬ 
peted In the Livestock Jud¬ 
ging and Live Animal-Carcass 
contest held at Louisiana State 
University on April 21-22. 

Competing individually in 
the two day contest from U-T 
Martin were Lee Graham, 
Dewey Bunch, and Charles 
Grooms. Judging on a non¬ 
competitive basis were fresh¬ 
men Bobby Sasser and John 
Townsend. Top man of the 
UTMB group was Lee Graham 
who competed with more than 
100 others. 

The highest individual hon¬ 
or went to a Kentucky student 
with the Mississippi State 
team winning the judging con¬ 
test. Kentucky, Mississippi 
State B, VPI, and Florida 
teams were among the five 
finalists. 

Honorable mention was giv¬ 
en to Mississippi, Tennessee, 
Kentucky, VPI, and Florida. 

Dr. Paul Starks, team coach, 
said that he was pleased with 
the individual showings i n 
spite of the fact that they did 
not bring home a blue ribbon. 


Volunteer Slips 
In Ahead Of Time 


by CHARLES LEE DUNCAN 
and NELL WILLIAMS 

The 1960 edition of the UT¬ 
MB Volunteer arrived on cam¬ 
pus Tuesday, several days pri¬ 
or to the expected arrival. 

This year’s Volunteer 
boasts, in addition to a great¬ 
er total number of pages, a 
new color scheme, both inside 
and out. 

Stressing the idea of sim¬ 
plicity and distinctiveness are 
the lower case rather than 
capital letters used i n the 
headings and the subheadings 
throughout the book. 

This is an annual with pic¬ 
tures of campus activities so 
compiled as to make it a book 
for each UTMB student to 
treasure. 


executive secretary 
of the National Education As¬ 
sociation, will speak at the in¬ 
augural banquet. 


Birdwatcking 323 Has 
Numerous Fine Points 


by NELL WILLIAMS 

Much enthusiasm has been 
aroused in Reed Hall result¬ 
ing from the purchase of a 
new 21” “color” T-V set. 

In music, color is variety of 
expression. In literature, col¬ 
or is symbolic of ornate style. 
The color T-V in Reed denotes 
a touch in variety of expres 
sion that is characteristic only 
of these 48 distinctive men. 

Of course, in order to own 
something like this, they must 
really work to meet certain 
requirements that go along 
with the purchase of a T-V set. 

The living room at Reed is 
always filled to capacity when 
a color program is on. “Peo¬ 
ple from other dorms are wel¬ 
come to come over to see 
these programs,” says each 
Reed Hall occupant. 

Only one complaint coming 
from a Television fan was, , 
“There aren’t enough color T- 
V programs.” What! Next 
goal to get more color T-V 
programs. How about that you 
remaining 47 Reed Hall men. 


s Broken 


Ground I 
For New Building 


Business Club 
Announces 'Best' 


Maybe you didn’t realize it, 
but there is a group of stu¬ 
dents here on this campus 
who are just about to become 
first class “birdwatchers.” 

The only difference be¬ 
tween them and other bird 
watchers is that they get col¬ 
lege credits for doing their 
bird-watching. Actually they 
are just members of the orni¬ 
thology class which is offered 
by the Biological Science De¬ 
partment. 

There are four students tak¬ 
ing this “Birdology” course. 
They do all sorts of exciting 
things like rising and shining 
at 6 a.m. one morning each 
week to go out and observe 
the early morning birds. They 
also meet one afternoon lab 
each week to observe the aft¬ 
ernoon birds. Now that makes 


sense and naturally they have 
two lectures per week to study 
about the birds that they go 
out and observe. 

Other than becoming an 
authority on birds, it is gen¬ 
erally understood that these 
students are becoming author¬ 
ities on the majority of the 
“little roads” around Weakley 
County! 

This is the second year that 
this course has been offered. 
It is a four-hour course. This 
year the students are planning 
an all day excursion to Reel- 
foot lake to observe the dif¬ 
ferent kinds of birds over 
there. 

Miss Evans was the original 
instructor for this class, but 
since her illness Mr. TYent- 
ham has taken over the lab 
and Dr. Moore the lectures. , 


The Business Club outing 
was discussed at the regular 
meeting of the club on Mon¬ 
day, April 18. Every member 
can invite visitors. The group 
will leave at 1 p.m. for Paris 
Landing and stay until 9 p.m. 

The “best” members of the 
club were announced. They 
were Betty Stallings, Sandra 
Baker, Carolyn Sharp, Glenda 
Brown, Shirley Hamilton, Pat¬ 
sy Blount, James Faughn, Jer¬ 
ry Goodin, Don Gustavson, 
and Lamar Fielder. 


AG CLUB GOES ON 
MOTOR HAYRIDE 

The Ag Club held its spring 
social, a barbecue and hay- 
ride, Friday, April 22. 

The group met at the ABL 
Building where they were 
served barbecued chicken, po¬ 
tato chips, slaw and ice cream. 

After eating, the Ag Club 
members, their dates and 
chaperones went on a hayride 
in two trailers filled with hay 
and pulled by tractors. 


ford; Earl Knepp of UTMB, 
resident engineer, and Willi¬ 
am Wilkins, representing Dan 
T. McGown of Memphis, archi¬ 
tect. 

The University of Tennes¬ 
see recently awarded to the 
Moore concern the $592,485 
contract to construct the air- 
conditioned building and to 
replace a portion of the cen¬ 
tral heating system on the 
campus. The money is from 
funds appropriated b y the 
1959 state legislature. 

The engineering and physi¬ 
cal sciences departments will 
occupy the 42.000 square foot, 
three-story' structure which 
was designed to harmonize 
with the modified Georgian 
style of architecture of other 
campus buildings. 

Engineering classrooms and 
shops will occupy the first 
floor. The third floor will be 
occupied by physical sciences 
classrooms and labs and the 
second floor will be divided 
between the two departments. 

The new building, to be lo¬ 
cated on the West end of the 
campus, will be ready for use 
in the fall of 1961. 


Construction of the Engin¬ 
eering Physical Sciences 
Building was officially begun 
Thursday. April 21. when Mal¬ 
colm Rice, University of Ten¬ 
nessee architect, turned the 
first shovel full of dirt. 

Present also for the ground¬ 
breaking were John H. Moore 
of John H. Moore and Sons 
Construction Company of 
Memphis, contractor; Dean 
Paul Meek; Bursar Gene Stan- 


Explorer Scouts 
Visit Campus 


The UTMB campus was the 
scene Saturday of the second 
Explorer Exposition of the 
West Tennessee Area Council 
of the Boy Scouts of America. 

Approximately 40 scouts, 15 
to 18 years of age, attended 
the all day meeting with Dunn 
Miller, executive scout direc¬ 
tor for this area, Baxter Fish¬ 
er, and Henry Allison, acting 
as cordinators for the Expo¬ 
sition. 


The Young Farmers and 
Homemakers Club will hold 
their annual retreat this week¬ 
end. Approximately thirty] 
members will leave Saturday I 
at noon for Birdsong, district j 
Y. F. & H. Camp. The camp ] 
is situated on Kentucky Lake j 
near Camden and is now near¬ 
ing completion. 

The club has planned a 
weekend of living and playing ] 
in the woods. Coach and Mrs. j 
J. C. Henson, Miss Nadine j 
Gearin, and Miss Van Denburg. 
will accompany the group this! 
weekend. Melvin Humphreys 
and Charles Hill are in charge 
of leading the recreation for 
the weekend. 

The Y. F. & H.’ers are one 
of the most active groups on 
campus. Anyone is eligible to 
become a member, according 
to Kenneth Norwood, presi¬ 
dent, as long as he is willing 
to work and have a good time. 


EDUCATION CLUB 
CONSIDERS FLOAT 

The Education Club met 
Monday night, April 18. The 
business consisted of a discus¬ 
sion about the Strawberry 
Festival Float, and discussion 
of the Education Club Social 
to be held April 29. 

Ann Fernstrom’s name was 
drawn for the door prize. 
Since she was not present the 
door prize will be $12 next 
meeting and names will be 
drawn until there is a winner. 


Official ground breaking by U-T architect Malcolm Rice marks the beginning of the 
Engineering-Physical Sciences Building on West campus. Present for the proceedings 
were Dean Paul Meek, Constructor John H. Moore, Earl Knepp, resident engineer for 
UTMB, and William Wilkins, representing Memphis architect Dan T. McGown. 


Members of the Zoology 323 (ornithology) class apparently spot a rare specimen 
among their feathered friends. They are (I. to r.) Jeanell Randle, Jimmy Trentham, in¬ 
structor, Charles Cunningham, Betty Huffm an and Howard Caughron. 














THE VOLETTE, MARTIN, TENNESSEE 


UTMB Women Beat Men 
In Making The Grade 


The Volette 


LUNCHEON — DEAN AND 
MRS PAUL MEEK, honoring 
staff members who have been 
associated with University 15 
tears or more, Friday. April 
29. Home Economics Building 
EDUCATION CLUB WIEN 
ER ROAST. Friday, April 29. 
the Grove, 6:30 p.m 

ALPHA GAMMA RHO BAN 
QUET, Friday. April 29, Bilt- 
more in Union City. 

Y. F & H. SOCIAL, Satur- 
day and Sunday, April 30 and 
31, Birdsong near Camden. 

ASSEMBLY—EARLE SP1C 
ER. BALLAD SINGER, 


the men students has ranged 
from a low of 2.0 in 1957-58 
to a high of 2.2 in 1958 59 
The 2.2 average was compiled 
when the average I. Q. was 
108.0. but the lowest average 
occurred when the average I. 
Q. was 107.2. 

Women students at UTMB 
compiled their highest aver¬ 
age during 1955-56 when the 
point average was 2.6. Their 
lowest grades were in 1957-58 
when they fell to 2.4. The I. 
Q. of the women students vari¬ 
ed from 107.6 in 1955-56 to 
106 2 in 1956-57. It may be 
significant that the women 
students also compiled a high¬ 
er high school average than 
the men students. Their high 
school average was around 90 
while that of the men stu¬ 
dents was about 86.7. 

In the Men's Residence Hall 
over the same period the 
grades ranged from 2.0 in 
1957 58 to 2.3 in 1956-57. The 
average for the time was a 
little under 2.2. It is of inter¬ 
est that the 1957-58 group of 
men who had the lowest aver¬ 
age at 2.0 had the highest high 
school average at 88. 

In the Women’s Dorm the 
averages varied from 2.2 in 
the fall of 1959-60 to 2.5 in 

1955- 56. The I. Q. scores rang¬ 
ed from a high of 107 in 1957- 
58 to a low of 104.9 in 1956-57. 

The high school average of 
the women students was con¬ 
sistently a little above 90. 

The point average for the 
local students has varied more 
than that of the whole student 
body. It ranged from 2.8 in 

1956- 57 to 2.1 in 1957-58. How¬ 
ever, over the entire period 
the averages of the local stu¬ 
dents has been higher than 
that of the student body. It is 
possible that this is a result 
of living at home. 

Over the five year period 
the average o f commuting 
students has been 2.3. It rang¬ 
ed from 2.2 in 1955-56 to 2.4 
in 1956 57. 

The highest grades of the 
entire period were compiled 
in 1958 59 and the lowest 
grades were made the year 
before. 


Women students at UTMB 
make higher grades than men 
students, according to a study 
made by H B. Smith, student 
personnel officer. 

The grade point average 
for men students has been 
running around 2.1, while the 
point average for women has 
been around 2.5. 

The average for the student 
body as a whole for the past 
five years has ranged from 2.1 
to 2.3 with the five year aver¬ 
age being 2.2. The I. Q aver¬ 
age score over the same per¬ 
iod has ranged from 106.4 to 
107.8. ■ 


Published by the Students of the University 
of Tennessee Martin Branch 
H.S0 A Year 

Editor . Mary E. Grabiel • 

News Editor. Mary Farrar > 

Business Manager & Sports Editor. Lyle Durham ] 

Cartoonist . Jean Bonney i 

Reporters: Carol Austin, Jean Bonney, Charles | 
Lee Duncan, Will Gresham, Frank Hudson, Nan- j 
cy Hurst, Jim Jinkins, Harriette Lavenue, Mar- J 
garet Nutt, Barbara Peeler, Mary Louise Ross, j 
Bill Teuton, Nell B. Williams, Joy Yates, Kath- | 
erine Younger, Nancy Agee, Janice Bell, Mike J 
Galligan, Marjorie Anthony, Judy Forrester. j 
Sponsor.Wayne Tansil 1 


Mon- 

I day. May 2, Music-Drama Re¬ 
cital Hall, 1 o'clock. 

UBERAL ARTS BANQUET, 
Friday, May 6. Pages' Town 
House. Trenton, 7-10 p.m. 

MEETING OF BOARD OF 
DIRECTORS, SCHOOL OF RE¬ 
LIGION, Friday, May 6, Knox 
ville. 

“T" CLUB OUTING. Satur 
day, May 7, Reelfoot Lake, 12 
noon to 9:30 p.m. 

INSTRUMENTAL MUSIC 
PROGRAM. Sunday, May 8. 
Music-Drama Recital Hall, 3 
o'clock. 

VOICE RECITAL —JERRY 
COATES, Tuesday, May 10, 
Music-Drame Recital Hall, 8 

p.m. 

TENNIS — FREED HARDE 
MAN, Thursday, May 12, UT¬ 
MB, 1 o’clock. 

BASEBALL — LAMBUTH, 
Thursday, May 12, UTMB, 3 
o'clock. 

WHITEHOUSE CONFER 
ENCE ON AGING, Friday, 
May 13, Room 112, Adminis¬ 
tration Building, 10 a.m. 

DR. HOLT — INAUGURAL 
DINNER, Friday, May 13, Stu¬ 
dent Union, Knoxville. 

ALOHA OE, Friday, May 
13, Athletic Field, 8 p.m. 

NEXT ISSUE OF VOL 
ETTE, Friday, May 13. 


The highest average 
for the period was compiled 
when the I. Q. average was the 
highest, but the lowest aver¬ 
age was when the 1. Q. score 
was 107.2. 

During the same five year 
period the point average of 


UP WITH MARKS! GET SET! GO! 

And they’re off! After making the first turn in 
the quarter, there's only a short distance to the end 
of the track, and some are falling behind as the 
trainers all begin to get anxious about the way the 
race is being run. 

Perhaps this is a pretty trite way to begin an 
editorial on "How To Make The Most Out Of The 
Few Weeks Left In A Quarter That Has So Far 
Been Very Full Of Bright And Busy Days Which 
Don't Encourage The Heavier Things of Life Such 
As Studying,” but it is one way of describing the 
UTMB scene after mid-terms. 

Really nothing can be said here that probably 
hasn’t been said already by some “inspired-to-do- 
better-the-last-half” UTMB'er. “Boy, I'm gonna 
burn that all night oil for the next two weeks to 
catch up and then burn it the last two weeks to get 
ready for finals!!” (This is sometimes said by 
those who still are looking somewhat hypnotically 
dazed and successful from their mid-term bout of 
staying up to learn one more chemistry formula, 
have one more coke, read that three-week overdue 
chapter in American History, have one more cig¬ 
arette, get those agonizing last 300 1 words of a criti¬ 
cal analysis, or have just one more “Keep you 
awake till it kills you” tablet.) 

This, then, is one way of winding up the quarter. 
And actually it probably does sound more “martyr- 
ish” to say “I didn’t get a bit of sleep studying for 
that blankety blank test.” (This is especially ef¬ 
fective to use on concerned parents who don’t know 
what we know—that the studying probably didn’t 
get started until 12 or 1 o’clock because of the 
“very-important-to - our-social - growth" activities 
which lasted until then which caused us to sleep 
through class the next day which in turn kept us 
from getting part of our learning done in class in¬ 
stead of having to stay up alljjight to catch up.) 

Give up? Well, that’s another way too—except 
that it gets a littie uncomfortable when the sting¬ 
ing realization that “I’m bound to be capable of 
more than that*’ hits. 

The race is on; and it’s really a part of the big 
race of pitting what we are and know now against 
what we can be and know. 

Up with your marks! Get set! Go! 


Secretaries Have 
Potluck Supper 


i A potluck barbecue supper 
was served to the Secretary’s 
Club last Tuesday evening at 
the home of Mrs. June Sim¬ 
mons in Sharon. 

Barbecue and all the trim¬ 
mings were served buffet 
style to the 16 members pres¬ 
ent. 

After the meal a short bus¬ 
iness meeting was held a t 
which time, among other 
things, it was decided that 
the first Wednesday in every 
month would be set aside as' 
a group luncheon date to be 
held at some restaurant in 
town. 

Mrs. Ilona Dyer gave a talk 
to the group on her experi¬ 
ences in Hungary after Rus¬ 
sian occupation and her de¬ 
parture to America. 

Others present for the meet¬ 
ing were 


Old Man Soils Trezevant, Obion Pu| 
Win Typing Contest 


by JEAN BONNEY 
Old Man Sol 


i s bearing 
down on the campus these 
days and sunworshipers are 
many i n number. Sunnier 
days have brought many a 
bright outfit to the co-ed’s 
closet. To complement your 
newly acquired tan. you are 
j always right with black and 
| white, or a combination of the 
I two, 

Pastels help that healthy 
glow become more apparent. 
The big colors his year, say 
fashion critics, are sunny 
tones of yellow and the new j 
"no-color” which is a greyed 
green. 

Found in many co-ed’s clos¬ 
ets are the chenille outfits— 
either a straight skirt or soft¬ 
ly pleated skirt with the be¬ 
coming chenille jacket. East¬ 
er, has in fashion circles, been 
the green light for white in 
accessories and dress. For a 
light, gay approach to spring, 
try a basic shirtwaist with a 
variation cummerbunds and 
matching accessories in flor¬ 
al prints, plaids or stricking 
solids. For footwear, the cal¬ 
ypso heel, a new shape for 
spring, is comfortable, durable 
and most flattering to many 
a foot. 

For study, play and such 
casual occasions, bermuda 
shorts and a complementary 
blouse give that neat appear¬ 
ance that puts you at case. 
Softness and feminity is best 
accomplished by the full skirt 
look. Whatever 


Students from Trezevant and 
Obion high schools won the 
two first place prizes in the 
West Tennessee Typewriting 
Contest held in conjunction 
with Open House at the Uni¬ 
versity of Tennessee at Martin 
April 14. 

One hundred and fifty-two 
students from 43 high schools 
competed in the contest. A 


total of 1,100 high school sen¬ 
iors were present for Open 
House. 

First place among two-year 
typing students went to Roger 
Fisher of Obion and first place 
among one - year typing stu¬ 
dents was won by Joyce Kelly 
of Troy. The two winners 


Dr. N. D. Peacock 
Visits Campus 


were 

awarded a portable transistor 
radio and a wrist watch, re¬ 
spectively. 

I Prizes in this year’s contest 
j were awarded on the basis of 
typing speed and on the mail- 
ability of work produced dur¬ 
ing the contest. 

Runner-up among the two- 
year students was Janett Perri- 
gan of Peabody High School. 
Trenton. Runner-up among 
one-year typing students was 
Linda Grace Essary of Green¬ 
field. 

Other prize winners among 
two-year students were Char¬ 
lotte Adkisson of Troy, Irma 
Jean Leach of Newbem, Patri¬ 
cia Stockdale of Big Sandy, 
Harriette Jenkins of Wayne 
County High School and Joyce 
Bailey of Dyer. 

Other winners in the first 
year division were Wanda Lou¬ 
ise Bills of Greenfield, Scotty 
Pinckley of Milan, Barbara 
Manuel of Michie. Louis Craw¬ 
ford of Bells and Paulette Sty- 
ers of Dyersburg. 


Rebecca Murphy, 
Helen Lemond, Shirley Cart¬ 
er, Elizabeth Hammer, Rob¬ 
bie McMinn, Sarah Byars, 
Mary Sandefer, Doris Nell 
Mason. Kathleen Elder, Doris 
Kimmons, R e b a Campbell. 
Dorothy Reams, Mary Ann 
Jeanes and Sammie Bayless. 


“UTMB is sharing in the 
greatest experiment of mod¬ 
ern times—the education of a 
people to support a democra¬ 
cy,” stated Dr. N. D. Peacock 
in an address to the UTMB 
faculty April 21. 

Dr. Peacock is dean of res¬ 
ident instruction in the Col¬ 
lege of Agriculture at Knox¬ 
ville. 

“This experiment may not 
be possible, but if it is, its 
success will depend on the 
teachers’ efforts,” he added. 

“Teachers are needed and 
need not apologize for their 
profession,” he said. He add¬ 
ed that one of the greatest re¬ 
wards of a teacher is being 
needed. 

“In trying to solve the prob¬ 
lem of education teachers 
must realize the magnitude of 
it,” Dr. Peacock stated. He 
went on to say that teachers 
must do this by seeking to 


The new Baptist Student 
Center will be the setting for 
the annual BSU banquet at 7 
o’clock Friday night, April 29. 
with “Springtime in Japan” 
the theme. 

Dr Herbert C. Gabhart, 
President of Belmont College, 
Nashville, is to be guest speak¬ 
er. The Master of Ceremonies, 
Mr. Luell Smith, Minister of 
Music and Education of First 
Baptist Church, Humboldt, 
will also be guest soloist, sing¬ 
ing “Love Is a Many Splendor- 
ed Thing.” Other guests will 
include members of the BSU 
Steering Committee. Dinner 
music will be provided by 
Doug Biggs at the Hammond 
organ. Other features of the 
program are special music by 
the Men’s Quartet and an in¬ 
stallation of the Greater Coun¬ 
cil by Don Anderson. 

The new Baptist Student 
Center, although incomplete¬ 
ly furnished and not officially 
open, will be opened for this 
special occasion. The date for 
Open House has not been set. 


Pikes Visited By 
District Officer 


Tom Wade, Jr., district pres¬ 
ident of Pi Kappa Alpha, vis¬ 
ited the “Pikes” at their regu¬ 
lar meeting April 20. 

Mr. Wade, who lives in Ken¬ 
ton is in charge of the six Pi 
Kappa Alpha chapters in Ten¬ 
nessee and any group which 
desires affiliation. The local 
chapter has been in close con¬ 
tact with Mr. Wade and other 
national officials for the past 
two months. 

The purpose of his visit was 
to lay the ground work for an 
inspection of the local group 
and the campus of UTMB. The 
inspection is conducted by 15 
members of the three closest 
chapters of Pi Kappa Alpha 
and five national 


cultivate an ability to under¬ 
stand, to evaluate and to 
make decisions. 

He said that a means of 
motivation must b e found 
which will stimulate the stu¬ 
dent to learn. This cannot be 
done by a mass education 
movement, nor can it be done 
individually. 

Dr. Peacock told of one 
method used in the effort to 
revitalize teaching on the col¬ 
lege level and to improve it. 
This method is a combination 
of panel discussion and lec¬ 
ture. 

The purpose of Dean Pea¬ 
cock's visit to UTMB campus 
was to confer with Dean Paul 
Meek and members of the ag 
faculty and students on mat¬ 
ters related to the ag pro¬ 
gram, including the courses 
offered at UTMB. 


Thirteen Attend 
THEA Convention 


wear, 

neatness is the by-word. Hap¬ 
py sunning. 


WRITE THAT LETTER HOME 

About 40,000 letters mailed from this campus 
since January 1 attest to the fact that UTMB’ers 
must not fall in the category of those who don’t 
write home—or somewhere—while away at school. 

Even if a lot of it should happen to be the “Please 
send me . . “Dear John,” or “The reason my 
grades . ..” letters, this still is quite an impressive 
stack of first class mail to be leaving here. This 
speaks well not only for the students who are 
“keeping in touch” with those who enjoy hearing 
from them but also for the folks who process the 
almost 400 letters which are sent out each day from 
the UTMB Post Office. 

Almost poetically speaking about this laudable 
activity is the following passage from CERE¬ 
MONIALS FOR COMMON DAYS. 

“Every letter is something: of a miracle. A soul 
dictates its thoughts. Queer markings appear on 
a piece of paper. 'Hie paper is sealed and stamped. 
Other signs are placed on the outer covering. The 
little packet is entrusted to utter strangers. It ar¬ 
rives. It is translated by another soul. It may 
transform a day—those hieroglyphics of a soul.” 

Also quoted from this little book is a national 
interpretation of the meaning of letters which is 
carved on the United States Post Office at Wash¬ 
ington : 

Messenger of Sympathy and Love 
Servant of Parted Friends 
Counselor of the Lonely 
Bond of the Scattered Family 
Enlarger of the Common Life 
Carrier of News and Knowledge 
Instrument of Trade and Industry 
Promoter of Mutual Acquaintance 
Of Peace and Good Will 
Among Men and Nations 


- officials. 

This inspection is one of the 
vital steps in achieving na¬ 
tional recognition from Pi 
Kappa Alpha. 

It is hoped that the local 
inspection will be the last 
week of this quarter, but if 
this is not possible, it will be 
held at the beginning of next 
fall quarter. 

“The chapter i s making 
very good progress and is 
looking forward to the 
achievement of the status of a 
national fraternity,” accord¬ 
ing to Bill Murphy, president. 


Thirteen UTMB home eco¬ 
nomics girls attended the Ten¬ 
nessee Home Economics Asso¬ 
ciation convention which was 
held April 22-24 at Hotel Pat¬ 
ten, Chattanooga. 

Alex- 


It was decided at a recent 
meeting of the Student Wives 
Club that a barbecue and 
swimming outing at Reelfoot 
Lake will be the spring quar¬ 
ter social. 

The social will be held May 
15 and will include families 
of the members. 

Club members also decided 
to sell toothbrushes as a fund 
raising proect. 

After the business meeting 
the group played games and 
vias served refreshments by 
Jane Gregory and Nina Mont¬ 
gomery. 

Others attending were Emi¬ 
ly McClain, Freddie Tweedy, 
Virginia Brinkley, Sherry Gus- 
tavson, Sherry Cunningham, 
Nancye Moore, Nancy Fielder, 
Carol Smith, Helen Watson, 
Mary Alexander, Nettie Britt, 
and Sammie Bayless. 

The next regular meeting I 
will be May 5 at 7:30 p.m. I 
in the Student Lounge. 


They were Johnnie 
ander, Carol Austin, Virginia 
Beard, Nancy Caldwell, Mary 
Farrar, Susie Holloman, Nan¬ 
cy Hurst, Lynda Kaye Jones, 
Kay Kerr. Mary Leathers. 
Margaret Nutt, Melba White 
sides and Nell Williams. 

On Friday evening Miss 
Mary Rachel Armstrong, THE- 
A president, gave the wel¬ 
come. There was a fashion 
show, “New Directions,” with 
Miss Anna Mary Creekmore 
presiding. Hostess for the Col 
lege Club Mixer which was 
i also held Friday night was 
I Miss Melba Whitesides, retir¬ 
ing president THEA College 
j Clubs. 

Saturday, the College Club 
I journeyed from Hotel Patten I 
I to the Pan-O-Ram Club on 
Lookout Mountain for a lunch¬ 
eon and installation o foffic- 
ers for 1960-61. Miss Margaret 
Gully, associate 4-H specialist, 
University of Tennessee, was 
the speaker. She emphasized 
in her speech that the profes¬ 
sional should be smart, look 
smart, be different, dare to 
be different. This was the cli¬ 
max to the convention. 

Saturday evening THEA 
had a banquet in the Tennes 
see Room of Hotel Patten with 
Miss orothy Ann McMasters, 
THEA vice-president, presid¬ 
ing. G. O. Wessenauer, man¬ 
ager of power of the Tennes¬ 
see Valley Authority, spoke 
to the group on “Progress 
With Electricity”. 

Business and council meet 
ings filled in the odd hours of 
the Convention which came to 
a close at a breakfast on Sun¬ 
day morning. 


Ray Pollard was elected 
secretary-treasurer o f the 
college division of the Ten¬ 
nessee Association of 
Health, Physical Education 
and Recreation at a meeting 
of the organization in Nash¬ 
ville recently. 


next year not only because of the ever-greater in¬ 
crease in its size and influence but also because of 
the many strides forward made by this year's hard¬ 
working officers. 

... To the five students and their sponsors who 
with yesterday’s election performer the last of 
their official duties as members of the UTMB Elec¬ 
tion Commission for 1959-60. To this group goes 
our highest praise and appreciation for the many 
hours spent publicizing and carrying out the pro¬ 
cesses which make our campus-wide elections the 
unquestioningly democratic and “honest” ones they 
are. 

... To the striking new annual which could 
well be as someone has said “the largest, thickest, 
earliest (and maybe the best!) of its 25 predeces¬ 
sors.” 


WE POINT WITH PRIDE: 

... To our new All Students’ Association offic¬ 
ers who will be officially installed at the Aloha Oe 
ceremonies May 13. Their responsibilities in this 
major campus organization will be even greater 
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Forty-Eight Get 
60 Scholarship: 


ter Benton, Trenton; Harold 
Brock well. Martin; Ray Gilli¬ 
land. Shelbyville; Bill Liggett, 
Greenfield; Pat Stockdale. Big 
Sandy; Janie McClannahan. 
Only; Betty Reed, Martin; 
Donna Harrison, Henderson; 
Linda Moore, Greenfield; Jer¬ 
ry McDuffie, Greenfield; Rich¬ 
ard Griggs. McKenzie; John 
Stewart. Henderson; Wilbur 
Goodwin, Henderson. 

Mary Arnold, Trenton; Di¬ 
ane Gunter, South Fulton; 
Brenda Blakemore, Dresden; 
Sandra Baker. Dickson; James 
Howard Smith, Lawrence- 
burg; Sandra Westbrook, Pal 
mersville; Glenda Roberts. 
Palmersville; Ronnie Taylor, 
Humboldt; Dan Murphy, Par 
is; Luther Wiseman, Camden; 
John Patterson, Bells; Howell 
Wayne Todd, Yuma; Gordon 
Barrett, Trenton; Martha Car¬ 
ol Taylor, Dresden; Diane 
Vest, Memphis Messick; and 
Sandra Jones, Greenfield. 

The scholarship donors are: 

Weakley County Farm Bu¬ 
reau; Obion County Farm Bu 
reau; Argo-Collier; J. T. Per 
kins; Vaughn Furniture Store; 
Coca-Cola Bottling Company; 
PepsiCola Bottling Company; 
First Citizens National Bank 
of Dyersburg; Haywood Coun¬ 
ty Farm Bureau; Tipton Coun¬ 
ty Farm Bureau; Sharon 
Bank; Greenfield Bank; Mar 
tin Bank; City State Bank; 
Weakley County Bank of Dres 
den; an dthe T-Room. 

Big Star Supermarket; Ten¬ 
nessee Co-operative Associa¬ 
tion; Forcum-Lannon, Inc., of 
Dyersburg; Dyersburg Cotton 
Products; Spinks Clay Com¬ 
pany of Paris; Sylvane Freed 
of Trenton; K-T Distributors 
of Union City; American Met¬ 
al Works Employees; 7-Up 
Bottling Company; R. D. Ell- 




All drill activity for the RO 
TC Cadet Corps is pointed to¬ 
ward preparation for the an¬ 
nual Awards Day parade to 
take place on the 5th of May, 
and Federal Inspection on 
May 16. 

Awards to be given on May 
5th are as follows: 

Superior Cadet — Awarded 
to Cadet in Military Science 
I and Military Science II based 
on the following: A. In upper 
fourth of class. B. Recom¬ 
mended by PMST and Dean. 
C. Criteria includes: military 
and academic grades, leader¬ 
ship, demonstration of quali¬ 
ties of discipline, courtesy, 
and character. The Martin 
Rotary Club will present each 
cadet with a trophy. 

American Legion Scholastic, 
—Awarded to the cadet in I 
Military Science I and Military' 
Science II who obtains the 
highest scholastic averages in 
all subjects for the school 
year. The American Legion 
will present each cadet with 
a trophy. 

Martin Jaycee’s Leadership 
— Awarded to the cadet in 
Military Science I and Mili¬ 
tary Science II who demon¬ 
strates outstanding leadership 
during the school year. The 
Martin Jaycee’s will present 
each cadet with a trophy. 

Citizenship — Awarded to 
the cadet in Military Science 
I and Military Science II who 
best displays those qualities 
desired in good citizens by 
his actions and participation 
in citizenship activities. Each 
cadet will be awarded a tro¬ 
phy. 

ROTC Best Drill Cadet — 
Awarded to the cadet in Mili¬ 
tary Science I and Military 
Science II who has achieved 
the highest grades in ROTC 
subjects, t o include leader¬ 
ship and drill. Each cadet will 
be awarded a trophy. 


On the road to Washington via washing cars ara Mart Scott, Harriette Lavenue, Ann 
Grasham, Coach Ross Eldar (onlooker), Sally Roberts and Freddy Ashmore. 


Alpha Gams Plan April 29 Social 


Assembly Will 
Feature Ballads 


Winners of scholarships for attendance at UTMB next fall visited the campus, Thurs¬ 
day, April 21: front row (I. to r.), John Blakley of Trenton, Doug Enoch of Henderson, 
Walter Benton of Trenton, Harold Brockwell, of Martin; second row, Ray Gilliland of 
Shelbyville, Bill Liggett of Greenfield, Pat Stockdale of Big Sandy, Janie McClanahan of 
Centerville, Betty Reed of Martin, Donna Harrison of Henderson, Linda Moore of Green¬ 
field; third row, Jerry McDuffie of Greenfield, Richard Grigg of McKenzie, John Stew¬ 
art of Henderson, Wilbur Goodwin of Henderson, Mary Arnold of Trenton, Brenda 
Blakemore of Dresden, Dianne Gunter of South Fulton; fourth row, Sandra Baker of 
Dickson, James Howard Smith of Lawrenceburg, Sandra Westbrook of Palmersville, 
Glenda Roberts of Palmersville, Sandra Jones of Greenfield, Ronnie Taylor of Humboldt; 
fifth row, Dan Murphey of Paris, Luther Wiseman of Camden, John Patterson of Bells, 
Howell Wayne Todd of Yuma, Gordon Barrett of Trenton, Martha Carol Taylor of Dres¬ 
den. Not pictured is Dianne Vest of Memphis. 


Members of the Alpha Gam¬ 
ma Rho Club are making pre¬ 
parations for their spring so¬ 
cial to be held Friday, April 
29 

The Biltmore in Union City 
has been chosen a sthe loca¬ 
tion for the occasion. Tenta¬ 
tive plans for the affair in¬ 
clude a banquet to be follow¬ 
ed by a dance. 

An April date is tradition¬ 
ally chosen by AGR chapters 
all over the nation for their 
maor social of the year. “The 
University officials were very 


cooperative in helping us to 
arrange this date,” said Ed 
Perryman, club president. 
“We hope that after we a- 
chieve campus recognition 
and get things smoothed out 
that it will become an annual 
affair.” 

The club was recent host to 
Hugh Claybrook, an AGR ac¬ 
tive from Oklahoma Agricul¬ 
tural and Mechanical College. 
Claybrook, a former UTMB 
student, is currently engaged 
in research work. 

“Mr. Claybrook gave us a 
lot of interesting informa¬ 
tion,” said Billy Townes. “In 
addition to providing infor¬ 
mation about AGR on a na¬ 
tional level, he told us of some 
of the principles and proce¬ 
dures of the individual chap¬ 
ter. His suggestions should 
be a big asset in helping us 
get started.” 


Frank Prins, Sr. of Greenfield; 
Mr. and Mrs. Frank Prins, Jr. 
of Greenfield; Sharon Manu¬ 
facturing Company; Dyer 
County Farm Bureau; and An- 
oymous. 


On Reelfoot Lake 

Family Style Meals 

Tennessee Country Ham 
Fish — Steaks 
Fried Chicken 

Phone AL 3-7307 


PHONE 

6671 


Many a bachelor longs for 
a wife who will take care of 
him—and so does many a hus¬ 
band. 


A workshop on the Gover¬ 
nor’s Tennessee Whitehouse 
Conference on Aging will be 
held on UTMB campus May 


Panel discussions will be 
held in the morning and four 
workshops will be conducted 
simultaneously in the after¬ 
noon on health, employment 
and retirement, leisure time 
and housing. 

A planning meeting was 
held on UTMB campus April 
22. Present for the meeting 
were Mr. Boebel, King Rogers 
of Dyersburg, Senator Richard 
Moore of Newbem and Dr. 
William Keel. 

Governor Buford Ellington 
is honorary chairman of the 
Tennessee Whitehouse Confer¬ 
ence on Aging and Senator 
Moore and Mr. Rogers are co- 
chairmen for Region VII. 


EARLE SPICER 


Earl Spicer, noted ballad 
singer, will be presented at 
an assembly program at the 
UTMB Music-Drama Build¬ 
ing Monday, May 2, at 1 
o'clock. The program i s 
open to students and the 
public free of charge. 


The meeting has been ar¬ 
ranged by Clarence W. Boebel 
of Nashville, executive secre¬ 
tary of the Tennessee Confer¬ 
ence. 


GULF PRODUCTS 


University 
Service Station 


Lubrication—Washing 


Marksmanship — Awarded 
to the cadet on the rifle team 
who achieves the highest av¬ 
erage score for all firing dur¬ 
ing the school year. He will 
receive a marksmanship tro¬ 
phy. 

Sponsor — Memento will be 
given each sponsor on behalf 
of the cadet corps. 


VAUGHN'S 
Fine Furniture 


Earle Spicer, noted ballad 
singer, will be presented at 
an assembly program in the 
Music-Drama Building Mon¬ 
day, May 2, at 1 o'clock. 

A native of Nova Scotia, Mr. 
Spicer has sung in over 1200 
engagements at 450 colleges 
in 47 states. 

He has the reputation of be¬ 
ing engaged and re-engaged 
to sing at more of the leading 
universities and colleges than 
any other singer. 

Students and the public are 
invited to attend free of 
charge, as usual. 


Lucian Robinson, Owner 

Sinclair Gas—Oil, Road 
Service 

Phone 402 Martin, Tenn. 


Westinghouse Appliances & Furniture 


Main d Lindell 
PHONE 229 


PHONE 5-2134 


MARTIN 


Hicks's Dinner Bell 


$ for mothers 
who care...' 


Home Cooked Meals 


Sandwiches — Home Made Pies 


Phone 200 


113 Lovelace Ave. 


House festivities. The high 
number of visitors apparently 
fulfilled the expectations of 
the open house committee. 

The annual West Tennessee 
Typewriting Contest was held 
in the administration building 
with many schools participat¬ 
ing. 

The warm, summer-like j 
weather, student assistants, 
faculty members, and the 
Open House Committee all 
helped to make this one of the 
best of the UTMR Open House j 
projects, according to obser¬ 
vers. 


Selecte d 
Dairy 
Products 


"Always buy the Best for Less" 

Complete self-service—free parking 


'Weakley County's Finest Super Market ,p 


Phone 441 Fulton Highway Martin 


Motorixed hayridcs are the fad these days at UTMB. 
jaunt are members of the AG Club and their dates. 


Seen ready to depart on such a 


The Martin Bank 


Grill-hot burgers, ice cold Coke! 

Coke makes food taste better, i 


Copeland 

Cleaners 


BENNETT'S, Inc 


McADOO'S 

PHARMACY 


“Best In Men’s Wear” 

★ McGregor Sportswear 

★ Van Heusen & Enro 
Shirts 

★ Esquire & Holeproof 
Socks 

★ Florsheim Shoes 
PHONE 479—MARTIN 


ZENITH 

Sales & Service 


Cleaning-Pressing 

Alterations 

PICK UP d DELIVERY 

314 Broadway 

PHONE 279 MARTIN 


Oxford 
Lindell St. 
Phone 239 Martin 


312 Broadway 
MARTIN 

DAY 5-1911 NIGHT 6524 
WESTERN UNION 


Your Banking! 


UNION CITY COCA-COLA BOTTLING COMPANY 


COME TO SEE US 

Barge Line Service Staiion & Grill 

On Highway 45 At North City Limits 


Come In And See Us: 


SUPER MARKET 


Telephone 440 


Your Frigidoire Dealer' 


Willard Rooks 


SHELL & INDEPENDENT GAS & OILS 

Good Food 

25-Hr. Road & Wrecker Service 


Lindell Street 


Martin 


Phone 418 


Martin 
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Lambuth Beats 
UTMB at Tennii 


Lambuth's tennis team de¬ 
feated UTMB yesterday 5-4 to 
win their second victory over 
the Vols this season. 

The Vols who had only one 
week before dropped an 8-1 
decision to the Lambuth nets- 
men did make it much closer, 
and the match was not decid¬ 
ed until the end of the final 
doubles match. Five of the 
nine matches were decided by 
a third set, and a total of 222 
games was played. 

In the singles matches, Mike 
Martin (UTMB) was defeated 
by Bob Welch (L) 6-3. 86; 
Lyle Durham (UTMB) defeat¬ 
ed Galen Hammonds (L) 6-1, 
4-6, 6-4; George Sullivan (L) 
beat Lamar Ball (UTMB) 7-5, 


62; Don Williams (L) downed 
Will Gresham (UTMB) 6-8, & 
3, 6-4; Wayne Forehand (UT¬ 
MB) beat Hank Graper (L) 9-7, 
6-1; and Sonny Gilbert (UT¬ 
MB) defeated Danny Akin (L) 
63. 6-2. 

In the doubles matches 
Hammonds - Sullivan (L) beat 
Durham - Martin (UTMB) 2-6, 
6-2, 6-4; Welch Williams (L) 
defeated Gresham - Ball (UT¬ 
MB) 6-3, 3-6, 6 2 and Howell 
Fields (UTMB) defeated Grap¬ 
er-Akin (L) 6-4, 4-6, 6-1. 

Last week's action also saw 
UTMB hand Union University 
a 5-4 defeat. The Vols will 
journey to Jackson Tuesday to 
play Union o n their home 


He missed it! And UTMB catcher Jimmy Kimmons caught it. The batter was a mem¬ 
ber of the Union University nine which defeated UTMB here last week. 


Safe!! Pat Weatherly 
Murphey backs up the p 


Vols Shuf-Ouf By Union Nine 


In their first home game of 
the season U-T dropped a 9-0 
game to Union. Hopkins, one 
of the area’s top pitchers, who 
had downed Memphis State in 
his last outing, held U-T to 3 
hits. 

The game was close for 5% 
innings. For the first 3, UT’s 


pitched hitless ball. Union 
got its 1st run in the 4th on 
2 hits and an error by Myrick. 
The score remained 1-0 with 
2 out in the 6th. -But be- 
tweeen the 2nd and 3rd outs 
Union tallied 6 big runs. With 
two on and two out, five 
straight hits put the game out 
of reach. 

The game was the 10th of 
the year for Union as against 
the second game of the year 
for UT. 

U-T’s hits were made by 
Hollingsworth, Hunter, and 
Williams. 


| Flashing fine pitching, time 
| ly hitting and a stout defense, 
the Vols downed Lambuth 
College Thursday by an 8-3 
score. Feature of the game 
was the pitching of Sills and 
the hitting of Austin, Hollings¬ 
worth. and Cagle. 

Sills pitched hitless ball for 
6 innings before Deberry op¬ 
ened the 7th with a single. 
This was the only hit Lam¬ 
buth got until the 9th when it 
got 4 hits and 3 runs. Sills 
struck out 12 and walked 5. 
UT also put together 3 double¬ 
plays. The Vol outfield had 
only one put-out, the other 26 
being on the infield or strike 
outs. 

Austin was on base 5 times, 
the last 4 times on 2 singles, 
a double, and a triple. Hoi 
lingsworth was 3 for 4 and 
Cagle 2 for 4 including a long 
home run to centerfield. Kim¬ 
mons and Hunter also had 2 
hits each. 

U-T scored in the 2nd with 
Hollingsworth driving in Kim¬ 
mons, who had walked. They 
added 3 in the 3rd on a double 
by Austin, singles by Cagle 
and Hudson, and a 2-out sin¬ 
gle by Hollingsworth. Austin 
tripled in Myrick in the 6th 
and singled in Holingsworth 
in the 8th. Cagle homered 
for the 7th run in the 9th 
and Kimmons walked and 
scored on 2 errors. 

A walk and 4 singles gave 
Lambuth its 9th inning runs. 
Usery, Lambuth center field¬ 
er, who hit a 400 foot home 
run to beat Millsaps College 
Tuesday, did not get the ball 
out of the infield against Sills. 


Let Us Condition Your Car for Spring- 
‘It’s time to flush your radiator” 


Phone 396 


Leonard 


Union City 


Glenn Ford. 
Debbie Reynolds 

"GAZEBO" 


SALES & SERVICE 


“I’m not wealthy and I don’t 
have a yacht and a convertible 
like Jerome Green." apologiz¬ 
ed the suitor. ‘‘But I love 
you." 

"And I love you, too," repli¬ 
ed the girl. “But tell me more 
about Jerome.” 


“The Insurance Man” 
PHONE 303 
MARTIN 

Gardner, Arnn & Co 


OLDSMOBILE & CHEVROLET 


COMING SOON 

SOLOMON AND SHEBA 


Phone 292 & 293 


Martin, Tenn, 


Do)fcu 


April 29—Thru—May 5th 

A Comedy to Remember! 


Station 

Phone 222 


(DIG THIS 


Lamar Ball tries for an ace to further the cause of his 


"A complete friendly 
bumper to bumper service 
for your car" 


ir.g only 1 hit. Cagle and Hun¬ 
ter led UT with 3 hits each. 

Austin Peay, fresh off a win 
over Notre Dame, jumped off 
to a 6-0 lead over the Vols in 
the first two innings. Errors 
by the Vol pitcher, Petty, and 
first baseman, Hollingsworth, 
cost 3 of the runs. UT then 
rallied and trailed by 7-5 go¬ 
ing into the 9th. Austin Peay 
then put the game on ice with 
three insurance runs. 


The UTMB baseball team 
played two home games dur¬ 
ing the past week and came 
out on the short end of both 
games. The Vols lost a heart- 
breaker t o David Lipscomb 
Saturday, 9-8, and then lost to 
Austin Peay Tuesday 10-5. 

UT lost t o Lipscomb al¬ 
though getting 15 hits to only 
5 for the winners. UT led 3- 
1, then fell behind 8-3 as the 
Vol pitchers gave 12 walks. 
In the 7th UT rallied for 5 
runs as 7 out of 8 batters sin¬ 
gled. Lipscomb got the win¬ 
ning run in the 8th on a hit 
following two walks. 

Sills pitched the last 4 
innings for UT and was the 
losing pitcher although allow- 


SPORTING GOODS 


Intramural Play 
Moves Along 


Phone 338 


224 Lindell Street 


(ACP) — Readership for at 
least one story in a recent 
Olympic College (Washington) 
RANGER ROUNDUP must 
have been exceptionally high. 

The story had to do with ap 
parents theft of a human skull 
and a preserved human brain 
from the college science build¬ 
ing. But it was preceded by 
the asserting headline: “Teach¬ 
er Loses Brain.” 


Martin, Tennessee 


In the first game of the 
women’s softball tournament 
Black Team, with the hard¬ 
hitting of Melba White- 
sides, defeated the girls on 
Yellow Team. Orange team 
defeated White. Red defeated 
Brown, and Green defeated 
Blue in this preliminary play. 

Games that were won this 
week by Black team which 
played White, by Orange over 
Yellow, and by Green Team 
over Brown. 

The last quarter final game 
will be played Monday, May 
2, with Red taking on Blue. 

The Women’s Badminton 
Tournament has advanced in¬ 
to the third round. The dead¬ 
line for this round is Satur¬ 
day, April 30, at noon. Some 
of the women who have ad 
vanced as far as Round IV 
are: Sally Roberts o f Blue 
team; Barbara Hart, Black 
team; Harriette La venue, 
Black team; Nell Willi.ams. 
Green team; Cafmen Tilgh- 
man. White team; Laraine 
Fields of Blue. Alice Freeman 
of Green. Dean Lindsey of 
Brown and Betty Huffman of 
Red. 


The statement “It’s the exception that proves the rule” 
is (A) a lame excuse for dumb rules; (B) an argument for 
doing what you please; (C) evidence of a healthy dis¬ 
respect for absolutes. 


We Know How 1 


Martin 


Phone 472 


You’ve just met a girl whose 
beauty impresses you enor¬ 
mously. Do you (A) ask for 
a date at once? (B) say, 
“Aren’t you lucky you 
found me?” (C) find out 
what she likes to do? 


That’s why they usually choose Viceroy. 
They’ve found the filter’s so good Viceroy 
can use richer tobaccos for better taste. 

Is this why they say, “Viceroy has a 
thinking man’s filter ... a smoking man’s 
taste’’? Answer to that one is: Change to 
Viceroy and see for yourself! 

*lf you checked (C) in three out of four 
questions, you're swift on the pickup, and you 
reolly think for yourself! 


Cleaning—Pressing—Laundering 


"Pleese Tell the Owner You Sow This Ad". 

PICK-UP and DELIVER CASH and CARRY 


refreshes 
without filling 


COWBOYS SWEAR 


A rich uncle offers to give 
you his big, expensive vin¬ 
tage-type limousine. Doyou 
(A) say, “How about a 
sports car, Unk?” (B) de¬ 
cline the offer, knowing the 
big old boat would keep 
you broke maintaining it? 
(Ci take the car and rent 
it for big occasions? 


AMERICA'S FINEST OVERALL 
SINCE 18S0 


Martin 


Phone 211 


A manufacturer asks you 
to pick the kind of filter 
cigarette he should make to 
win the most smokers. 
Would you recommend (A) 
i a cigarettewho.se weak taste 
Xs makes smokers think it has 
Ur a strong filter? (Bt a ciga- 
j/r) rette with a strong taste 
f| and a filter put on just for 
i I effect? (C) a cigarette with 
a filter so good it allows use 
of richer tobaccos? 


U.T.M.B. 

Student Special 

at 

BEL-AIRE BOWLING LANES 

EVERY THURSDAY AFTERNOON, 
3:00 p.m. to 6:00 p.m. 

3 GAMES—$1.00 

SHOW STUDENT ACTIVITY CARD UNION CITY 


Students and Faculty of 


A □ B □ C □ \ C 

Smokers who think for themselves depend N. —'""..mm.. p . 0 k 

on theirownjudgment—notfadoropinion. ^ or cru *'' 0r00 ' », 

The Man Who Thinks for Himself Knows — 

ONLY VICEROY HAS A THINKING MAN’S FILTER—A SMOKING MAN’S TASTE! 


Lindell Street 



























